From: Tarr, Jeremy M [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=98859532088E4437968231EB6FEF6B70-JMTARR1] 

Sent: 10/2/2017 5:45:28 PM 

To: Eudy, Ken [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=559b029a243848e7afd724eed4610137-keudyl] 

CC: Young, Carol S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=ce2a7dbc5d41424eb6317d87a73451c5-csyoung]; Owen, Jenni 
[/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=2282b573e68d40b38bfll0bl530db523-jowen2] 

Subject: RE: Strata 


The transformer-rating issue is additional to the interconnection issues that Strata reached out to the Governor about 
last month as a follow-up to the NC CEBA letter to the utilities commission. Ken, I left you a message earlier today and 
can explain more when you have a few minutes to talk. 

Jeremy 

Jeremy Tarr 
Policy Advisor 

Office of Governor Roy Cooper 
20301 Mail Service Center 
Raleigh, NC 27699-0301 
919-814-2043 | Jeremv.Tarr@NC.Gov 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and may be disclosed to third parties by an authorized 
state official. 

From: Eudy, Ken 

Sent: Thursday, September 28, 2017 4:48 PM 
To: Tarr, Jeremy M <jeremy.tarr@nc.gov> 

Cc: Young, Carol S <carol.young@nc.gov> 

Subject: RE: Strata 

Thanks. The Strata CEO had to cancel a call with the gov about this about a month ago, and we have not been able to 
reschedule. 

Ken Eudy 

Senior Advisor to the Governor 
919.814.2110 

From: Tarr, Jeremy M 

Sent: Thursday, September 28, 2017 4:22 PM 
To: Eudy, Ken < ken.eudv@nc.gov > 

Cc: Owen, Jenni < Jenni.Owen@nc.gov > 

Subject: Strata 

Ken, 

Letting you know that Brian O'Hara from Strata just called me to explain the concerns they have with Duke Energy 
changing their practice to now use the lower MW rating on transformers, rather than the highest rating. The effect, 
according to Brian, is that fewer solar projects can connect behind the transformer, which will require Strata and other 







solar companies to install new transformers for 20-30% of their existing project already under development—costs that 
would make these projects no longer economically feasible. 

The solar folks say that during H 589 negotiations, Duke agreed to continue using the higher transformer rating and now 
is reneging. Duke is invoking this change as a "good utility practice," which according to Brian means Duke has the last 
word on it (as opposed to the utilities commission or some other body). 

The Southeast Committee of the Solar Energy Industries Assoc, is very concerned about this. They have an emergency 
call on Monday to talk strategy. 

My recommendation is to see what results from the Monday call and any response from Speaker Moore to those that 
have reached out to him. Then decide on any next steps. Wanted you to know of my conversation with Brian. 

Jeremy Tarr 
Policy Advisor 

Office of Governor Roy Cooper 
20301 Mail Service Center 
Raleigh, NC 27699-0301 
919-814-2043 | Jeremv.Tarr@NC.Gov 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and may be disclosed to third parties by an authorized 
state official. 





